INTERNATIONA!. SAMPLES received 


SUMMARY. 1985-1988 


ROUTINE O-CODES (TEST #) 


1985 

to 

1986 . 

. . ■ . 7% 

decrease 

1986 

to 

1987 _ 

. ... 14% 

decrease 

1987 

to 

1988 . 

. ... 23% 

increase 


NON-ROUTINE O-CODES 


1985 

to 

1986 .... 

, ... 4% 

increase 

1986 

to 

1987 . . . . 

. . . . 282% 

increase 

1987 

to 

1988 .... 

. . . . 20% 

decrease 


D-CODES 




1985 

to 

1986 .... 

. .. 52% 

increase 

1986 

to 

1987 . . . . 

... 90% 

increase 

1987 

to 

1988 .... 

... 33% 

increase 


£xZ.F-CODES 

1985 to 1986 . 11% increase 

1986 to 1987 . 112% increase 

1987 to 1988 ....... 82% decrease 


TOTAL INTERNATIONAL SAMPLES 


1985 

to 

1986 ... 


3% 

decrease 

1986 

to 

1987 ... 

. * . „ . 

38% 

increase 

1987 

to 

1988 . . . 

..... 

2% 

increase 
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